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ESSENTIAL DRUG LIST 


ANALGESIC, ANTI PYRETICS, ANTI INFLAMMATORY, 
NSAIDS 


1) 
2) 
3) 
4) 
5) 
6) 
7) 
8) 
9) 
10) 
11) 
12) 
13) 
14) 


Inj. Diclofenac Sodium 3ml amp, 75mg/amp 
Tab. Diclofenac Sodium 50mg_ 

Tab. Ibuprofen 400mg (film coated) 
Tab. Ibuprofen 200mg (film coated) 
Cap. Indomethacin 25mg 
Paracetamol Syrup 125mg/Sml, 60m! 
Inj. Paracetamol 150mg/ml, 2ml/amp 
Inj. Pentazocine 1ml/amp 

Tab. Aspirin 75mg enteric coated 
Tab. Aspirin 15mg enteric coated 
Tab. Paracetamol 500mg 
Tab. Acetyl Salicylic Acid 150mg DT 
Inj. Tramadol 100mg/2ml/amp 

Tab. Serratopeptidase 10mg 


ANTIBIOTICS, ANTIBACTERIAL, ANTI AMOEBIC, 
ANTI VIRAL AND ANTI MYCOTIC 


15) 
16) 
17) 
18) 
19) 


20) 


21) 
Ze) 
a) 


Tab. Amoxicillin DT 125mg 

Cap. Amoxycillin 500 mg 

Tab. Cefadroxil 125mg (Paed) 

Tab. Cefadroxil 500mg 

Inj. Cefotaxime 250mg with sterile water for Injection combi 


pack 
Inj. Ceftazidime 1gm vials with sterile water for Injection 


combi pack 

Inj. Ceftriaxone 1gm_ 
Cap. Cephalexin 500gm 
Cap. Cephalexin 250mg 


24) Inj. Ciprofloxacin 100ml, 2mg/ml 

25) Clotrimazole dusting powder 30gms 

26) Clotrimazole vaginal Tab. With applicator 200mg 
27) Cap. Cloxacillin 250mg 

28) Cap. Doxycycline 100mg 

29) Syrup Erythromycin Estolate 125mg/Sml, 60ml 
30) Tab. Erythromycin Estolate 250mg 

31) Tab. Metronidazole 400mg | 

32) Tab. Norfloxacin in 400mg (Film Coated) 

33) Tab. Ofloxacin 200mg 

34) Tab. Roxithromycin 150mg 

35) Cap. Tetracycline 500mg 

36) Inj. Metronidazole IV 100ml FFS 

37) Tab. Acyclovir 400mg 

38) Inj. Benzyl Penicillin 5 lacs 

39) Inj. Benzyl Penicillin 10 lacs 

40) Inj. Benzathene Penicillin 6 lacs 

41) Inj. Benzathene Penicillin 12 lacs 

42) Inj. Fortified Procaine Penicillin 4 lacs 

43) — Inj. Fortified Procaine Penicillin 20 lacs 


44) Inj. Cefotaxime 1gm with sterile water for injection combi 
pack 


45) Inj. Gentamycin 80mg/2ml 

46) Tab. Co-trimoxazole DS 

47) Tab. Ciprofloxacin 500mg 

48) Co-trimoxazole suspension 50ml 
49) Inj. Ampicillin 500mg 

50) Tab. Amoxycillin 250mg DT 
51) Tab. Acyclovir 800mg 

52) Inj. Amikacin 250mg /2ml vial 
53) Inj. Amikacin 500mg / 2m! vial 


es 


J. 


54) 
55) 
56) 
57) 
58) 
59) 
60) 
61) 
62) 


Tab. Azithromycin 250mg 

Tab. Azithromycin 500mg 

Inj. Ofloxacin in 200mg / 10m bottle 

Tab. Levofloxacin 500mg 

Inj. Ceftriaxone 250mg vials 

Inj. Amikacin Sulphate IP 100mg, (IM/IV) 2m] vial 
Tab. Cefixime 200mg 

Tab. Secnidazole |gm 

Inj. Benzathene Pencillin 2.4 MU. (24 lakhs I.U) 


ANTI-ALLERGIC & DRUGS USED IN ANAPHYLAXIS 


63) 
64) 
65) 
66) 
67) 
68) 
69) 
70) 
71) 


Tab. Cetirizine Hcl 10mg 

Tab. Chlorpheniramine Maleate 4mg 

Inj. Pheniramine Maleate 2ml, 22.75mg/ml 

Inj. Promethazine Hcl 2ml amp, 25mg/ml 

Inj. Dexamethasone sodium phosphate 4mg/ml, 2ml vial 
Inj. Hydrocortisone Sodium Succinate 100mg } 
Tab. Prednisolone 10mg 

Tab. Prednisolone 5mg 

Inj. Betamethasone 4mg/ml, | ml amp 


ANTIMALARIAL, FILARIAL DRUGS 
DRUGS UNDER MALARIA AND OTHER VECTOR 
BORNE DISEASES _ 


72) 


~F3) 


74) 


75) 


16) 


- Tab. Primaquine 2.5mg 


Tab. Artesunate (AS) Sulphadoxine/Pyremethamine (SP) 
Combo-Packs AS-200mg, SP-750mg/37.5mg 


Tab. Artesunate (AS) Sulphadoxine/Pyremethamine (SP) 
Combo-Packs AS-100mg & AS-50mg, SP-500mg/250mg 


Tab. Artesunate (AS) Sulphadoxine/Pyremethamine (SP) 
Combo-Packs As-100mg SP-500mg/25mg 


Tab. Artesunate (AS) Sulphadoxine/Pyremethamine (SP) 
Combo-Packs AS-50mg & SP-500mg/25mg 
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77) 


78) 


Tab. Artesunate (AS) Sulphadoxine/Pyremethamine (SP) 
Combo-Packs As-25mg & SP-125mg/6.2mg 


Inj. Arteether 150mg amp 


B. INSECTICIDES UNDER MALARIA AND OTHER VEC. 
TOR BORNE DISEASES a. 


79) 
80) 
81) 


Synthetic Pyrethroid 2.5% © 

Synthetic Pyrethroid 5% 

Synthetic Pyrethroid 10% 

Malathion 25% 

Temephos 50% ) ae aie: | 
Bacillus Thuringiensis Var Israelensis (BT), Pyrethrium Ex- 


tract 2% | | 
Pe 


C. OTHER MATERIALS UNDER MALARIA AND OTHER 
VECTOR BORNE DISEASES 


85) 
86) 
87) 


88) 
89) 
90) 
91) 
92) 
93) 


Rapid Diagnostic Kits for PF Antigen Detection 
NSI Dengue Antigen Kit 


Long lasting Insecticide treated Bed-Nets 
18mmX130mmX150mm 


Micro-Glass Slides 75mmX25mmxX ] 3mm 
Blood Lancets 

Microscope Spares a. 100XOil Immersion Lens 
Microscope Spares b. 5XPaired Eye Pieces © 
Microscope Spares c. Halogen Lamps (Bulbs) 
Tab. Diethyl Carbamazine Citrate 100mg 


5. BRONCHODILATORS 


94) 
95) 
96) 
97) 


Inj. Aminophylline 250mg/10ml amp | 
Salbutamol Syrup 2mg/Sml, 100ml btl 
Tab. Salbutamol 2mg 


Inj. Theophylline with Etofylline 50.6mg & 169.4mg/2ml, 2ml 
amp 


98) Tab. Theophylline with Etofylline 23mg and 77mg 


99) Nebuliser Solution - Terbutalin, Dexamethasone di-propionate 
200mcg and Salbutamol 400mcg-10ml 


100) Nebuliser Solution - Salbutamol 5mg/ml - 15ml 
101) Nebuliser Solution - Terbutalin 10mg/ml, 10ml 
102) Inj. Ephedrine Hcl 30mg - 1ml amp 


6. GASTRO-INTESTINAL, ANTI-ULCER DRUGS AND IN- 
TESTINAL ANTHELMENTICS | 


103) Albendazole Suspension 400meg/ 10ml btl © 
104) Tab. Albendazole 400mg ~ | 
105) Tab. Tinidazole 500mg 
106) Tab. Tinidazole 300mg 
107) Tab. Bisacodyl (Enteric Coated) 5mg- 
108) Inj. Dicyclomine 10mg/ml, 2ml arp — 
109) Tab. Dicyclomine 10mg | 
110) Tab. Domperidone 10mg 
111) Tab. Furazolidone 100mg 
112) Liquid Paraffin 60ml btl 
113) Inj. Metoclopramide 5mg/ml, 2ml amp 
114) Tab. Metoclopramide 10mg — 
115) Cap. Omeprazole 20mg 
116) Inj. Ranitidine 50mg/2ml amp’ 
117) Tab. Ranitidine (film coated) 150mg 
118) Inj. Valethamate Bromide 8mg/ml, 1ml amp 
119) Enema Solution. (Sodium Acid Phosphate 60% Sodium Phos- 
phate 6%, purified water Q.S) 100ml in PVC pou 
120) Tab. Pantoprazole 40mg | 
121) Inj. Ondansetron 4mg/2ml amp | 
7. CARDIO-VASCULAR DRUGS | 
122) Inj. Adrenaline 0.5ml amp 


123) Tab. Propronolol 40mg — | 

124) Inj. Nitroglycerine 5mg/ml, Sml vial _ 

125) Tab. Amlodipine 10mg 

126) Tab. Amlodipine Smg 

127) Tab. Atenolol 50mg 

128) Digoxin Elixir 50mcg/ml, 30m! bottle 

129) Tab: Digoxin0.25mg | 
130) Inj. Dopamine Hydrochloride 40mg/ml, Sml amp 
131) Tab. Enalpril maleate 10mg 

132) Tab. Enalapril Maieate Smg 

133) Tab. Isosorbide 5 Mononitrate 10mg 

134) Tab. Losartan Potassium 25mg 

135) Tab. Methyldopa 250mg 

136) Tab. Nifedipine Retard 20mg 

137) Tab. Pentoxifylline 400mg | 

138) Inj. Streptokinase 7.5 lac IU vial 

139) Tab. Metoprolol succinate 50mg extended release in ZOK 
140) Tab. Prazosin Hcl GITS 2.5mg 
141) Tab. Prazosin Hcl GITS Smg 

142) Tab. Isosrbide Dinitrate Smg (Sublingual) 
143) Tab. Atorvastatin 10mg 

144) Inj. Isoxsuprine Smg/ml, 2ml amp 

145) Tab. Isoxsuprine 20mg 

146) Tab. Diltiazem 30mg 

147) Inj. Verapamil Hcl 2.5mg/ml, 2m! amp 
148) Tab. Verapamil Hcl 40mg Sugar Coated 
149) Tab. Ramipril Smg 


150) Tab. Telmisartan 40mg 


8. DIURETICS 


151) 
152) 
153) 
154) 
1) 


Inj. Frusemide 1Omg/ml, 2ml amp 

Tab. Frusemide 40mg 

Tab. Hydrochlorothiazide 25mg 

Tab. Spironolactone (film coated) 25mg 

Inj. Mannitol glass infusion btl 20% w/v 100ml 


9, ANTI-DIABETIC DRUGS 


156) 
157) 


158) 
139) 
160) 
161) 


162) 
163) 
164) 


Tab. Glibenclamide 5mg 

Inj. Insulin Human (Soluble 30% and Isophane 70%) 40 IU/ 
ml, 10m! vial 

Inj. Insulin Human (Intermediate acting) 40 U/ml, 10ml vial 
Inj. Insulin Human (Rapid acting) 40 IU, 10m! vial 

Tab. Metformin 500mg 

Inj. Insulin Human (Soluble 25% and Isophane 75%) 40 IU/ 
ml, 10m] vial 

Tab. Pioglitazone [Smg 

Tab. Glimepride 2mg 

Tab. Glimepride Img 


10. OBSTETRICS & GYNECOLOGICAL DRUGS 


165) 
166) 
167) 


168) — 
169) 


Inj. Oxytocin 5 [U/ml, 1ml amp 

Inj. Carboprost Tromethamine 250mcg, Imi amp 

Inj. Methyl Ergometrine Maleate 200mcg/ml, 1m! amber 
coloured amp 

Dinoprostone 0.5mg gel- for Endocervical Application 


Tab. Misoprostol 200mcg 


iansrnnEnnInnnnInarernnnTnn ene nn 
11. TRANQUILIZERS, SEDATIVES, PSYCHIATRIC AND 
ANTIPARKINSON DRUGS 


170) 
171) 
172) 
173) 


Tab. Carbamazepine 200mg 
Tab. Phenobarbitone 60mg 
Tab. Phenobarbitone 30mg 
Tab. Phenytoin Sodium 50mg 


fl 


174) 
17>) 
176) 
177) 
178) 
179) 
180) 
181) 
182) 
183) 
184) 
185) 
186) 
187) 
188) 
189) 
190) 
191) 
192) 
193) 
194) 
195) 
196) 
197) 
198) 
199) 
200) 


Tab. Phenytoin Sodium (film coated) 100mg 
Tab. Sodium valproate 200mg 
Tab. Trihexyphenidy]! Hcl 2mg 
Tab. Chlorpromazine 100mg 

Tab. Chlorpromazine S5Omg 

Tab. Amitriptyline 75mg 

Tab. Amitriptyline 25mg 

Cap. Fluoxetine 20mg 

Inj. Fluphenazine 25mg/ml, Iml amp 
Tab. Haloperidol Smg 

Tab. Imipramine Hcl 75mg 

Tab. Imipramine Hcl 25mg 

Tab. Lithium Carbonate 300mg 
Tab. Risperidone 2mg 

Inj. Lorazepam 2mg/ml, 2m] amp 
Tab. Chlordiazepoxide 25mg 
Tab. Clonazepam 0.5mg 

Tab. Olanzapine 5mg 

Tab. Olanzapine 10mg 

Tab. Clozapine 25mg 

Tab. Clozapine 100mg 

Tab. Lorazepam 2mg 

Tab. Sodium Valproate 500mg 
Tab. Sertraline 50mg 

Tab. Clomipramine 75mg 

Tab. Escitalopram 10mg 

Inj. Diazepam Smg/ml 2ml amp 


12. ANAESTHESTICS 


201) 
202) 


Inj. Bupivacaine 0.5%, 20ml vial 


Inj. Bupivacaine Heavy 5%, 4ml amp 


203) 
204) 
205) 
206) 
207) 


208) 
209) 
210) 
211) 
212) 
213) 
214) 
alo) 
216) 
217) 
218) 


Halothane 250m! Bottle 

Inj. Ketamine 50mg/ml, 10ml vial 
Inj. Midazolam Img/ml, S5ml vial 
Inj. Propofol 1% W/V, 10ml amp 


Inj. Lignocaine 20mg/m! with Adrenaline 0.01 mg/ml, 30m], 
amber coloured vial 


Inj. Lignocaine 2% W/V, 30m! vial 

Lignocaine Jelly tube 2% W/V, 30gm 

Inj. Atracurium Besylate 10mg/ml, 2.5m! amp 

Inj. Neostigmine Methyl Sulphate 0.5mg/ml, 1ml amp 
Inj. Pancuronium Bromide 2mg/ml, 2ml amp 

Inj. Sterile Succinylcholine Chloride 5omg/ml, 10m vial 
Inj. Sodium-bi-Carbonate 7.5% W/V, 10m] amp 

4% Xylocaine solution - Topical 30ml vial 

Xylocaine Spray 2% 100ml unit 

Inj. Vecuronium 4mg, 2ml amp 

Inj. Glycopyorolate Iml amp 


13. ANTI-DOTES, VACCINES & SERA 


219) 
220) 
221) 
222) 
223) 
224) 
22) 


Inj. Atropine suphate 0.6mg/ml, !ml amp 

Inj. Pralidoxime Chloride 1mg/vial 

Inj. Snake Anti Serum with water for injection vial 

Inj. Tetanus Toxoid (Adsorbéd) 10 doses 

Inj. Tetanus Toxoid (Adsorbed) single doses 0.5ml amp 

Inj. Rabies Vaccine human (cell culture) Intra dermal 0.5ml vial 
Inj. Rabies Vaccine human (cell culture) Intra dermal 1ml vial 


14. INFUSION & OTHER ELECTROLYTES 


226) 
wet) 


228) 


Inj. Tinidazole Infusion 200mg/100ml, 400ml 

Dextrose 5% W/V & Sodium Chloride 0.9% W/V, 500ml 
FES 

Dextrose 5% W/V & Sodium Chloride 0.45% W/V, 500ml 
FFS 


229) 
230) 
231) 
232) 


223) 


234) 
235) 
236) 
237) 
238) 
239) 


Inj. Dextrose 50% W/V, 25ml amp 
Inj. Dextrose 25% W/V, 25ml amp 
Inj. Dextrose 5% W/V, 500m! FFS 


Inj. Multiple Electrolytes and Dextrose 500ml (paed) type III 
FFS 


Inj. Multiple Electrolytes and Dextrose 500ml (Adult) types 
[FFS 


Inj. Ringer's Lactate solution 500m! FFS 

Inj. Sodium Chloride 0.9% W/V 500ml FFS 

Sterile water for inj 10ml amp FFS 

Oral Rehydration salt IL.P (WHO Formula) 20.5 gm Sachets 
Inj. Dextrose 10% 500ml FFS 

Inj. Dextrose 25% 100ml FFS 


ee ee 


15. HORMONES, OTHER ENDOCRINE DRUGS 


240) 
241) 


Tab. Thyroxine 50mcg 


Tab. Thyroxine Sodium IP (0.1mg of Thyroxine Sodium 
equivalent to 0.091mg of anhydrous Thyroxine Sodium) 


16. DERMATOLOGICAL DRUGS 


242) 
243) 
244) 
245) 
246) 
247) 
248) 


249) 
250) 
251) 


258) 


Tab. Fluconazole 150mg 

Clotrimazole Cream 2%, 30gm 

Tab. Griseofulvin 500mg 

Tab. Griseofulvin 125mg 

Acyclovir Cream 5% W/V, 5gms tube 

Silver Sulphadiazine Crream 1% W/V, 100gm tube 


Benzoic Acid 6% w/w & Salicylic Acid 3% w/w ointment 
I5gm tube 


Benzyl Benzoate Lotion 100ml btl 
Calamine Lotion 60m btl 


Clobetasol Propionate 0.05% W/V & Salicylic Acid 3% W/ 
W Cream 15gm tube 


Gama Benzene Hexachloride Lotion 1% W/V, 30m! btl 
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253) Zinc Oxide 32% W/V (in a suitable water in oil emulsified 
base) cream 32% W/V \5gms tube 


254) Salicylic Acid 3% Ointment 30gms tube 
255) Betamethasone valerate Cream (Base) 0.1 W/W, 15gm tube 


17. OPHTHALMIC & E.N.T. DRUGS 

256) Clotrimazole Ear Drops 1% 10m! dropper btl 
257) Betamethasone Eye Drops 0.1% Sml dropper btl 
258) Betamethasone Eye Ointment 1% 5gm tube 
259) Tab. Acetazolamide 250mg 
260) Atropine Sulphate Eye Ointment 1% W/W 3gm tube 
261) Gentamycin E/E Drops 3% W/V, 5ml dropper btl 
262) Homotropine Eye Drops 2% 5m! dropper btl 
263) Pilocarpine 1% Eye Drops 10m! Bottle with dropper 
264) Pilocarpine 2% Eye Drops 10m! Bottle with dropper 
265) Timolol Maleate Eye Drops 0.5% W/V 10ml dropper bottle 
266) Ciprofloxacin 0.3% W/V, E/E Drops 10ml dropper bottle 
267) Inj. Hyaluronidase 1500 IU Irml amp 
268) Xylometazoline 0.1% Nasal Drops 10ml dropper bottle 

269) Tropicamide 1% W/V Eye Drops 5ml dropper bottle 
270) Tropicamide 0.5% W/V Eye Drops 5ml dropper bottle 


271) Wax Dissolving Solution Contains Parachlorobenzene 2% W/ 
V, Benzocaine IP 2.7% W/V, Chlorbutol 5% Turpentine Oil 
15% W/V 10ml unit 


272) Tab. Cinnarizine 25mg 
_ . SS ee 
18. VITAMINS & HAEMATINICS 

273) Inj. Calcium Gluconate 10ml amp 

274) Tab. Iron Folic Acid (paed) | 

275) Tab. Iron Folic Acid (adult) 

276) Tab. Folic Acid 5mg 


277) Tab. Calcium Gluconate 500mg 


ll 


278) Tab. Vitamin-C (Chewable) 500mg 
279) Inj. Vitamin-A lakh IU, 2ml amp 


280) Inj. Vitamin B-12 (Cyanocobalamine) 500mcg/10m! vial am- 
ber coloured vial | 


281) Tab. Vitamin B complex Therapeutic NFI 
282) Inj. Vitamin K 10mg/ml, Im amp 
283) Concentrated Vitamin-A Solution Ilac IU/ml, 100ml bottle 


284) Cap. Calcium-Elemental Calcium 150mg containing Calcium 
Hydroxide and Calcium Oxide 


285) Cap. Vitamin A (as palmitate) 25000 IU Softgelatin Cap- 
sules 


286) Cap. Vitamin - A&D - Vitamin A 6000 IU and Vitamin D 
1000 IU 


287) Inj. Iron Sucrose IV | | 

288) Zinc Syrup 5ml equivalent to 20mg of elemental zinc 60ml 
289) Inj. Vitamin B Complex NFI 10ml vial 

290) Inj. Vitamin A as Palmitate 40,000 IU/ml 2.5ml amp 


19. ANTI-HEMORRHAGIC DRUGS 


291) Inj. Haemocoagulase INIH Thrombin Unit/ml or equivalent 
unit Iml 


292) Inj. Heparin 5000 IU/Sml amp 


293) Inj. Prothrombin Complex concentrate 500 IU with sterile 
water for Inj. Vial combi pack 


294) Inj. Factor VIII Lyophilized 250 IU with sterile water for Inj. 
Vial combi pack 


295) Inj. Factor IX Lyophilized 600 IU with sterile water for Inj. 
Vial combi pack 


20. ANTI-SEPTIC & DISINFECTANTS 


296) Chlorhexidine gluconate 7.5% W/V + cetrimide lotion 15% 
W/V + Iso propyl alcohol 6 to 8% V/V 1Ltr bottle 


297) Formaldehyde solution 500ml amber bottle I.P 1966 
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298) 


299) 
300) 
301) 


302) 
303) 
304) 


Hydrogen peroxide solution 6% W/V, 100ml bottle in dark 
bottle 

Povidone Iodine solution in dark plastic bottle 5% W/V 500m! 
Strong Cetrimide solution 20% W/V 400ml bottle 

Black Disinfectant Fluid grade II 5 Ltr. Virgin H.D.P.E can 
ot. | 

Povidone Iodine Ointment 5% W/V 125 gm 

Dichloro Metaxylenol lotion | Ltr.1.5% plastic bottle 
Compound Benzoin Tincture 500 ml bottle 


Nene e ee eee eee ee rece reer ee eee eee eee eee SEE 
21. STERILE & DISPOSABLE ITEMS 


305) 
306) 
307) 
308) 
309) 
310) 


311) 
34) 
313) 
314) 
315) 
316) 


sty 


318) 
319) 
320) 
324) 
Sen) 
323) 
324) 


Absorbent cotton wool 500gm 


Absorbent cotton wool 250gm 


Adhesive medicated dressing strip long 19m X 70mm 
Adhesive tape 10cm X 10mtr roll 

Bandage cloth individually packed in poly pack 1 X20mtr 
Hypo allergenic tape Micropore size 7.5cm X 9.1mtr, paper 
roll | 

Plaster of paris doubly packed in H.D.PE bag 20kg 

Plaster of paris bandage 10cm X2.7mtr in sealed poly pack 
Plaster of paris bandage 15cm X 2.7mtr in sealed poly pack 
Reagent sticks for urine analysis (glucose) 1X50 sticks 
Sterile Disposable Hypodermic Needle | 1 21G 

Sterile Disposable Hypodermic Needle 1 2 - 22G 

Sterile Disposable Hypodermic Needle 1 12 -23G 

Sterile Disposable Hypodermic Needle 1 2 - 24G 

Sterile Disposable perfusion (Infusion) sets with filter 
Sterile Disposanble Insulin syringe with needle 26G 

Sterile Surgical Gloves (Latex): 6 

Sterile Surgical Gloves (Latex): 6 '2 

Sterile Surgical Gloves (Latex): 7 

Sterile Surgical Gloves (Latex): 7 2 
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325) 
326) 
327) 
328) 
329) 
330) 


San) 
33) 
338) 
334) 
335) 
336) 


337) 


338) 


Sterile Disposable Syringe with Hypodermic Needle 2m! 22G 
as per sch R-! of D&C act 


Sterile Disposable Syringe with Hypodermic Needle 2ml 23G 
as per sch R-1 of D&C act 


Sterile Disposable Syrin ge with Hypodermic Needle 2ml 24G 
as per sch R-1 of D&C act 


Sterile Disposable Syringe with Hypodermic Needle 5ml 22G 
as per sch R-1 of D&C act 


Sterile Disposable Syringe with Hypodermic Needle Sml 23G 
as per sch R-1 of D&C act 


Sterile Disposable Syringe with Hypodermic Needle Sml 24G 
as per sch R-1 of D&C act 


Surgical Gloves (Re-usable) 6 % 
Surgical Gloves (Re-usable) 7 

Surgical Gloves (Re-usable) 7% 
Surgical Hypochlorite solution 10% 1Ltr 
Sodium Hypochlorite solution 5% 1Ltr 


Spinal needle (lumber puncture) disposable, color coded trans- 
parent HUBCE Certified size 25 
Spinal needle (lumbar puncture) disposable, color coded trans- 
parent HUBCE Certified size 26 


Spinal needle (lumbar puncture) disposable, color coded trans- 
parent HUBCE Certified size 27 


22. SURGICAL & MEDICAL DEVICES 


339) 
340) 
341) 
342) 
343) 
344) 
345) 
346) 


Endotracheal tubes with cuff (PVC) sterile 7 
Endotracheal tubes with cuff (PVC) sterile 7.5 
Endotracheal tubes with cuff (PVC) sterile 8 
Endotracheal tubes with cuff (PVC) sterile 8.5 
Foley's catheters with bulb sterile 8F X 10ml 
Foley's catheters with bulb sterile 10F X 10m] 
Foley's catheters with bulb sterile 12F X 10m] 
Foley's catheters with bulb sterile 14F X 10ml 
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347) 
348) 
349) 
350) 
351) 
352) 
353) 
354) 
355) 
356) 
357) 
358) 
359) 
360) 
361) 
362) 
363) 
364) 
365) 
366) 
367) 
368) 
369) 
370) 
371) 


372) 
373) 
374) 
373) 
376) 


Foley's catheters with bulb sterile 16F X 30m! 
Foley's catheters with bulb sterile 18F xX 30m! 
Infant feeding tube 5F 

Infant feeding tube 6F 

Infant feeding tube 7F 

Infant feeding tube 8F 

Infant feeding tube 9F 

Infant feeding tube 10F 

Ryle's tubes 8F 

Ryle's tubes 10F 

Ryle's tubes 12F 

Ryle's tubes 14F 

Ryle's tubes 16F 

Ryle's tubes 18F 

Sterile disposable IV Cannulae with inj. Port 16G 
Sterile disposable IV Cannulae with inj. Port 18G 
Sterile disposable IV Cannulae with inj. Port 20G 
Sterile disposable [V Cannulae with inj. Port 22G 
Sterile disposable IV Cannulae with inj. Port 24G 
Suction catheters 6 

Suction catheters 8 

Suction catheters 10 

Suction catheters 12 | 


‘Suction catheters 14 


Urine collection bag with valve outlet. Sterile (Wall of the 
bag should be transparent to measure volume) 1.5 Ltr. 


IV Cannula (two way) 18G 

Surgical blades size 15G 

Surgical blades size 22G 

Bleaching powder in H.D.P.E. 30% W/W, 5kg bag 
Halozone Tab for solution 1000 Tabs in amber glass bottle 
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23. MISCELLANEQUS ITEMS 


oad) 


E.C.G Gel 250ml unit 


II. DETAILS OF SUTURES MATERIALS APPROVED 
UNANIMOUSLY BY THE STC SUTURES LIST 


1. ABSORBABLE SUTURES 


1.1 CATGUT CHROMIC (WITH NEEDLE) 


378) 
379) 
380) 


381) 
382) 


383) 
384) 
385) 
386) 


387) 


Chromic (CD RB Needle 40mm Length 75cm) 1/0, 12 Foils 
Chromic (“4Cir RB Needle 20mm Length 75cm) 3/0, 12 Foils 


Chromic (% Cir RB Needle 30mm Length 75cm) 2/0, 12 
Foils 


Chromic (% Cir RB Needle 30mm Length 75cm) 1/0, 12 
Foils 


Chromic (% Cir RB Needle 40mm Length 75cm) 1/0, 12 
Foils 


Chromic (CD RB Needle 30mm Length 75cm) 2/0, 12 Foils 
Chromic (CD Cut Needle 16mm Length 75cm) 4/0, 12 Foils 
Chromic ( ST RB Needle 60mm Length 75cm) 2/0, 12 Foils 


Chromic with CD Cutting Needle 12mm Length 70cm 3/0, 
12 Foils 

Chromic (5/8 Cir Taper Cut Needle 10mm 30mm Length 
30cm) 5/0, 12 Foils 


1.2 CHROMIC (WITHOUT NEEDLE) 


388) 
389) 
390) 
391) 


Catgut Chromic Length 150cm 2/0, 12 Foils 
Catgut Chromic Length 150cm 1/0, 12 Foils 
Catgut Chromic Length 150cm 1, 12 Foils 
Catgut Chromic Length 150cm 2, 12 Foils 


1.3. CATGUT PLAIN (WITHOUT NEEDLE) 


392) 


Catgut Plain Length 150cm 1/0, 12 Foils 
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1.4 SYNTHETIC ABSORBABLE SUTURE 


393) 
394) 
395) 
396) 
397) 
398) 
399) 
400) 
401) 
402) 
403) 
404) 
405) 


406) 


Synthetic Absorbable Suture 2 Cir RB Needle 20mm Length 
70cm 3/0 12 Foils 


Synthetic Absorbable Suture % Cir RB Needle 30mm Length 
90cm 2/0 12 Foils 

Synthetic Absorbable Suture 2 Cir RB N eedle 30mm Length 
90cm 1/0 12 Foils 

Synthetic Absorbable Suture 2 Cir Taper cut Needle (H) 
40mm length 90cm | 12 Foils , 

Synthetic Absorbable Suture 2 Cir RB Needle 40mm Length 
90cm | 12 Foils 

Synthetic Absorbable Suture (’/2 Cir Tapercut 36mm Length 
70cm) 3/0 12 Foils 

Synthetic Absorbable Suture (4 Cir RB Needle 20mm Length 
70cm) 4/0 12 Foils 

Synthetic Absorbable Suture (4 Cir RB Needle 40mm Length 
90cm) 2/0 12 Foils} 

Synthetic Absorbable Suture (% Cir RB Needle 40mm) 
Length 90cm 1/0 12 Foils 

Synthetic Absorbable Suture 3/8 Circle Cutting Needle 22mm 
length 45cm 3/0 12 Foils 

Synthetic Absorbable Suture with SP MP Double Needle 
8mm length 45cm 6/0 12 Foils | 
Synthetic Absorbable Suture of Size 4-0 with 3/8 Circle cut- 
ting 16mm Needle, Suture Length of 45cm 4/0 12 Foils 


Synthetic Absorbable Suture of Size 5-0 with curved reverse 


cutting 12mm needle, suture length of 45cm 5/0 12 Foils 


Synthetic Absorbable Suture of Size 5-0 with 3/8 Circle cut- 
ting 16mm needle, suture length of 45cm 5/0 12 Foils 


2. NON ABSORBABLE SUTURES BLACK BRAIDED SILK 
21 BLACK - BRAIDED SILK WITH NEEDLE 
407) B.B Silk (% Cir RB Needle 25mm Length 75cm) 3/0 12 


Foils 
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408) B.B Silk (% Cir RB Needle 20mm Length 75cm) 3/0 12 
Foils 


409) B.B Silk (4% Cir RB Needle 30mm Length 75cm) 2/0 12 
Foils 


410) B.B Silk ( 42 Cir RB Needle 30mm Length 75cm) 1/0 12 
Foils 


411) B.B Silk (CD Cut Needle 16mm Length 75cm) 4/0 12 Foils 
412) B.B Silk (CD Cut Needle 16mm Length 75cm) 3/0 12 Foils 


413) B.B Sik Ge Cnc Reverse cutting Needle 45mm Length 
75cm 2/0 6 Reels) 


2.2 BLACK - BRAIDED SILK WITHOUT NEEDLE IN REELS 
(25 MTS) 


414) B.B. Silk6 Beate X 25m Length 25mts 2/0 6 Reels 
415) B.B. Silk 6 Reels X 25m Length 25mts 1/0 6 Reels 
416) B.B. Silk 6 Reels X 25m Length 25mts 3/0 6 Reels 


2.3 POLYAMIDE MONOFILAMENT (NYLON) POLYA- 
MIDE FILAMENT WITH NEEDLE 


417) Polyamide Black Mono Filament Length 38cm 8/0 12 Foils 
418) Polyamide (CD Cut Needle 16mm Length 70cm) 4/0 12 Foils 
419) Polyamide (CD Cut Needle 16mm Length 70cm) 3/0 12 Foils 


420) Polyamide (CD R. Cut Extra Penetrating Needle 16mm 
Length 70cm 4/0 12 Foils 


421) Polyamide (CD Reverse Cut Needle 12mm Length 70cm) 
5/0 12 Foils 


422) Polyamide (4 Cir RB Needle 40mm Length 100cm) 1/0 12 
Foils 


2.4 POLYPROPYLENE MONOFILAMENT STERILEP 
RECUT LENGTHS 


423) Poly Propylene 4% Cir RB D Needle 13mm Length 70cm 5/0 
12 Foils 


424) Poly Propylene Black CD RB Micro Point Needle 13mm 
Length 60cm 5/0 12 Foils 
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425) 
426) 
427) 
428) 
429) 
430) 
431) 
432) 
433) 
434) 

435) 
436) 
437) 
438) 
439) 

440) 


441) 


Poly Propylene Black with CD RB MP Needle 8mm Length 
60cm 7/0 12 Foils 


Poly Propylene (CD RB D Needle 1Omm Length 60cm) 6/0 
12 Foils 


Poly Propylene (CD RB D Needle 8mm Length 60cm) 7/0 
12 Foils | 
Poly Propylene (CD RB D Needle 16mm Length 70cm) 5/ 
012Foils | 
Poly Propylene (2 Cir RB Needle 30mm Length 70cm) 1/0 
12 Foils | 
Poly Propylene ( 2 Cir RB Needle 40mm Length 70cm) | 
12 Foils 
Poly Propylene ( %2 Cir RB D Needle 16mm Length 70cm) 
5/0 12 Foils 
Poly Propylene ( % Cir RB D Needle 16mm Length 70cm) 
4/0 12 Foils 
Poly Propylene (2 Cir RB D Needle 25mm Length 70cm) 
3/0 12 Foils 
Poly Propylene ( '% Cir RB Needle 30mm Length 70cm) 2/ 
0 12 Foils | 
Poly Propylene ( 2 Cir Tapercut DN 17mm Length 90cm) 
3/0 12 Foils 
Poly Propylene ( /% Cir Tapercut DN 25mm Length 90cm) 
2/0 12 Foils 
Poly Propylene ( 3/8 Circle Reverse Cutting Needle 12mm 


Length 45cm) 6/0 12 Foils 


Poly Propylene (CD Round Body) Needle 13mm (82microns) 
Length 60cm 6/0 12 Foils 

Poly Propylene CD Cut RB N eedle 16mm Length 60cm 4/0 
12 Foils | 

Poly Propylene with curved Cutting Needle 22mm Length 
70cm 3/0 12 Foils 

Poly Propylene % Circle RB Heavy 30mm Length 70cm | 
12 Fouls 
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442) Poly Propylene with 45mm 4 Circle Reverse Cutting Needle 

443) Poly Propylene with Curved RB BV 7.6mm Double Needle, 
Suture Length of 60cm 8/0 12 Foils 

444) Poly Propylene with 4 Circle CC 13mm Double Needle, 
(Identical gauge Needle and Suture), Suture Length of 75cm 
4/0 12 Foils 

445) .Poly Propylene with % Circle CC 13mm Double Needle, (Iden- 
tical gauge Needle and Suture Length of 60cm 5/0 12 Foils 

446) Poly Propylene 4 Circle Tapercut Double N eedle 17mm Su- 
ture Length of 90cm 2/0 12 Foils | 


447) Poly Propylene 4 Circle Tapercut 25mm Suture Length of 
90cm 2/0 12 Foils 


448) Poly Propylene % Circle CC Double Needle 16mm Suture 
Length of 90cm 3/0 12 Foils 


449) Poly Propylene % Circle Tapercut Double N eedle 25mm Su- 
ture Length of 90cm 3/0 12 Foils 


450) Monofilament Polyamide with “circle reverse Cutting micro 
point needle 10/0 10/0 12 Foils 


451) Poly Propylene Straight RB BV Double Needle 7.6mm of 
Length 70cm. 8-0 12 Foils 


— 


2.5 POLYESTER BRAIDED COATED 


452) Coated Polyster Braided (’2 Cir. RB D Needle 25mm Length 
90cm) 3/0 12 Foils 


453) Coated Polyster Braided (’2 Cir. RB D Needle 25mm Length 
75cm) 3/0 12 Foils 

454) Coated Polyster Braided with CD White D Needle 25mm ( 
Curved reverse cutting or curved round body or taper cut) 
length 90cm 2/0 12 Foils 

455) Coated Polyster Braided with CD Green Needle 17mm ( 
Curved reverse cutting or curved round body or taper Cut) 
length 90cm 2/0 12 Foils 

456) Coated Polyster Braided with CD Green White D Needle 
17mm ( Curved reverse cutting or curved round body or taper 
cut) length 90cm 2/0 12 Foils 
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457) 


458) 


Polybutylate Coated with Polyster Braided (Green) Size 2/0 
with 2 Circle Tapercut V-5 17mm Double armed Needle, 
Suture Length of 20eh with pledgets size 6X3X 1.5mm 2/0 
12 Foils 


Polybutylate Coated with Polyster Braided (Green) Size 2-0 
with % Circle Tapercut V-5 25mm Double armed Needle, 


- Suture Length of 90cm with pledgets size 6X3X1.5mm 2/0 


12 Foils 
Coated Polyster Braided (Green) Size 3/0 with 2 Circle 


- Round Body Double Needle 25mm Suture Length 75cm 3/0 


12 Foils 


eee 


2.6 STAINLESS STEEL 


460) 
461) 


462) 
463) 
464) 
465) 
466) 
467) 
468) 


' Cir CCS Cut Needle 48mm Stainless Steel Length 45cm 4 
12 Foils 
14 Cir CCS Cut Needle 48mm Stainless Steel Length 45cm 6 
12 Foils 


K Wire Length 375mm Imm 
K Wire Length 375mm 1.6mm 
K Wire Length 375mm 1.8mm 
Gigglis Wire Saw 

Stainless Steel Wire 28G 
Stainless Steel Wire 30G 


14 Cir CCS Cut Needle 48mm Stainless Steel Length een 5 
12 Foils 


. a aie oe 


3. POLYGLECAPRONE SUTURES 


469) 
470) 
471) 


472) 


Polyglecaprone with 4 Circle Oval RB JB Needle 26mm 
Needle, Suture Length of 70cm 2/0 12 Foils — 


Polyglecaprone ' Circle Oval RB 26mm Contrast Needle 
Suture Length of 70cm 3/0 12 Foils 


Polyglecaprone of with 3/8 Circle Cutting 25mm Needle, Su- 
ture Length of 70cm 3/0 12 Foils | 


Polyglecaprone of with Curved Reverse Cutting 16mm 


zt 


Needle, Suture Length of 45cm 5/0 12 Foils 


473) Polyglecaprone of with 3/8 Circle Reverse Cutting 16mm 
Needle, Suture Length of 70cm 4/0 12 Foils 


4. POLYDIOXANONE SUTURES 


474) Polydioxanone Size | 4 Circle Reverse Cutting 40mm Or- 


thopaedic surgery (OS) Needle Suture Len gth of 90cm 1 12 
Foils 


475) Polydioxanone 3/8 Circle RB | Imm Length 45cm 6/0 12 
Foils 

476) Polydioxanone Suture % Circle Round Body 300mm Needle 
Suture Length 70cm 2/0 12 Foils 


477) Polydioxanone (1/2 Cir RB Heavy 40mm) | 12 Foils 


5S. ANTIBACTERIAL TRICLOSAN COATED SUTURE 


478) Antibacterial Triclosan coated Polyglactine 910 size 1 with 
Y2 circle round body 40mm, suture length 90cm 1 12 Foils 


479) Antibacterial Triclosan coated Polyglactine 910 size 1-0 with 
2 Circle round body 40mm, suture length 90cm 1-0 12 Foils 


480) Antibacterial Triclosan coated Polyglactine 910 size 2-0 with 
2 Circle round body 30mm, suture length 90cm 2-0 12 Foils 


481) Antibacterial Triclosan coated Polyglactine 910 size 3-0 with 
2 circle round body 40mm, suture length 70cm 3-0 12 Foils 


6. MISCELLANEOUS 
482) Poly Propylene MESH 15cm X 15cm 3 Foils 


483) Composite light weight Mesh made of Polypropylene and 
Polyglactin size 6¢m X llem Box of 3 


484) Composite light weight Mesh made of Polypropylene and 
Polyglactin size 10cm X 15cm Box of 3 


485) Composite light weight Mesh made of Polypropylene and 
Polyglactin size 15cm X 15cm Box of 3 


486) Composite light weight Mesh made of Polypropylene and 
Polyglactin size 30cm X 30cm 


ae 


Ill. LIST OF DRUGS, CHEMICALS & ITEMS RESOLVED 
TO BE INCLUDED UNDER SPECIAL CATEGORY 


1. ANTIBIOTICS, ANTIBACTERIAL, ANTI AMOEBIC, 
ANTI VIRAL AND ANTI MYCOTIC 
1) Tab. Amoxycillin with clavulanic acid 375mg (250mg + 
125mg) | 
2) Tab. Amoxycillin with clavulanic acid 625mg (500mg + 
125mg) 


a 
2. GASTRO-INTESTINAL, ANTI-ULCER DRUGS AND IN- 
TESTINAL ANTHELMENTICS 


3) Inj. Pantoprozole 40mg vial 
3. CARDIO-VASCULAR DRUGS 

4) Inj. Dobutamine 250mg/5ml amp/vial 
5) Inj. Digoxin 0.S5mg/2ml amp 
6) Tab. Olmisartan 20mg 
7) — Tab. Olmisartan 40mg 
8) Tab. Rosuvastatin 5mg 
9) Tab. Rosuvastatin 10mg 

10) Tab. Rosuvastatin 20mg 
11) Inj. Urokinase 5 lac unit vial 
12) Tab. Prasugrel 10mg 
13)  (UHF) Heparin 5000/ml 
14) (UHF) Heparin 10000 units/ml 
15) _ Inj. Diltiazem 25mg/Sml, amp/vial 
16) Inj. Xylocard 2% vial 

17) Inj. Amiodarone 50mg/ml-3ml 
18) Inj. Adenosine 6mg/ml 
19) Tab. Amiodarone 100mg 
20) Tab. Amiodarone 200mg 
21) = Tab. Sildenafil 25mg 
22) Tab. Sildenafil 50mg 


4... ANTI-DIABETIC DRUGS ~- ee 
23) Inj. Insulin glargine long acting analog 1001U/ml 
24) Tab. GlipizideSmgER theta h se: 
25) Tab.Glipizidel0mgER oe 
26) Insulin Glulisine 100 [U/ml 
27) Tab. Glimepiride 3mg 
28) Tab. Glimepiride 4mg 
29) Tab. Gliptins 25mg 
30) Tab. Gliptins SOme 
31) Tab. Gliptins 100mg 
2) Aen Vildagliptin -SOmg 
33)  Saxagliptin -2.5mg 
34)  Saxagliptin -Smg 
35) Tab. Gliclazide 40mg 
36) Tab. Gliclazide 80mg 
37) Tab. Gliclazide 60mg SR 
38) Tab. Gliclazide 30mg SR 
39) Tab. Pioglitazones 7.5mg 
40) Tab. Pioglitazones 30mg 
41) Inj. Insulin aspart 100 IU/10ml 


33 TRANQUILIZERS, SEDATIVES, PSYCHIATRIC AND 
ANTIPARKINSON DRUGS | 


42) Tab. Levodopa with Carbidopa 250mg & 25mg 
43) Tab. Levodopa with Carbidopa 100mg & 10mg 
44) Tab. Gabapentin 300mg 


6. ANTI-DOTES, VACCINES & SERA 
45) Inj. AntiD-Rh Immuno globulin (Monoclonal) 300mcg/vial 
46) Inj. Anti D-Rh Immuno globulin (Polyclonal) 300mcg/vial 
47) Tetanus Toxide (Immunoglobulin) 250 IU 
48) Tetanus Toxide (Immunoglobulin) 500 IU 
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7. INFUSION & OTHER ELECTROLYTES: 


49) Plasma expander Isotonic Infusion of Hydroxy-ethyl starch 200/ 
0.5 bottle 6% 500ml 


50) Inj. Human Albumin 20% 100ml 


8. HORMONES, OTHER ENDOCRINE DRUGS 
51) Tab. Carbimazole 10mg 
52) Tab. Carbimazole 5mg 


9. ANTINEOPLASTIC AND IMMUNO SUPPRESSANTS 
53) Cap. Procarbazine 50mg 

54) Inj. Etoposide 100mg 

55) Inj. Paclitaxel 30mg 

56) Inj. Gemcitabine 100mg 

57) Inj. Gemcitabine 1gm | 


58) Inj. Lasparaginase 10,000 IU 


10. DERMATOLOGICAL DRUGS 
59) Tab. Methotrexate 2.5mg 


11. OPHTHALMIC & E.N.T. DRUGS _ 

60) Acyclovir Eye Ointment 3% W/V Sgm tube 

12. VITAMINS & HAEMATINICS 

61) Probiotic Oral Suspension 2 million spores Bacillus Claussii bottle 
of 5ml — 

62) Inj. Iron-Dextran40mg | | 

er 

13. ANTI-HEMORRHAGIC DRUGS | “4 

63) Inj. Heparin (low molecular wt.) 10000 [U/ml 10m! vial 


64) Tab. Warfarin sodium 5mg and 


65) Inj. Factor VII Img 
eC 83} (i <a as 
14. ANTI-SEPTIC & DISINFECTANTS 


66) Antiseptic self drying hand wash spray 100ml 
Zo 


67) 2-Propanol-45 gm 
!-Propanol-30gm 
Mecetronium Etylsulphate-0.2gm-500ml (Alcoholic hand Rub) 
68) Benzalkonium Chloride- 19.9¢m 
Dodecylbispropylene Triamine-5 gm-50ml | 
(Aldehyde free surface & Environment Disinfectant) 
69) Non-Ironic amphoteric surfactants-500m! 
(Advanced liquid cleansor for instruments) 
70) 2-Propanol-9gms 
1-Propanol-6gms 
Ethanol-10gms-250m! (Aldehyde free equipment disinfectant spray) 


15. SURGICAL & MEDICAL DEVICES 

71) Endotracheal tubes with cuff (PVC) Sterile $ize-2.5 

72) Endotracheal tubes with cuff (PVC) Sterile size e' 

73 Endotracheal tubes with cuff (PVC) Sterile $ize-3.5 

74) Endotracheal tubes with cuff (PVC) Sterile size 4 

75) Endotracheal tubes with cuff (PVC) Sterile size 4.5 

76) Endotracheal tubes with cuff (PVC) Sterile size. 5 

77) Endotracheal tubes with cuff (PVC) Sterile size 3. 

78) Endotracheal tubes with cuff (PVC) Sterile size 6 

79) Endotracheal tubes with cuff (PVC) Sterile size 6.5 

80) Endotracheal tubes with cuff (PVC) Sterile size 9 

81) Endotracheal tubes with cuff (PVC) Sterile size 9.5 

82) Orypharyngeal airway (re-usable PVC CE certified) size - 3 
83) Orypharyngeal airway (re-usable PVC CE certified) size - 4 
84) Orypharyngeal airway (re-usable PVC CE certified) size - 5 


16. OBSTETRICS & GYNAECOLOGICAL 
DRUGS 


85)  Goserelin 3.6mg depo. 
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LIST OF DISTRICT DRUG WAREHOUSE 


District Name 


DISTRICT DRUG WAREHOUSE 
DISTRICT HOSPITAL PREMISES 
RAICHUR 

Phone : 08532-236042 

E-Mail : kdlwsrer@ yahoo.com 


DISTRICT DRUG WAREHOUSE NEW 
BASAWESHWARA NAGAR ROAD, 

| BANGALORE- 560079. _ 
Phone : 080-56956244 

Phone : 080-23587598 

E-Mail : kdlwsbag @ yahoo.com 


BANGALORE (URBAN) 


DISTRICT DRUG WAREHOUSE 
_ DISTRICT HOSPITAL PREMISES, 
KOLAR 

Phone : 08152-573910 | 

Phone : 08 152-227347 

E-Mail : kdlwsklr@ yahoo.com 


| DISTRICT DRUG WAREHOUSE 
_ DISTRICT HOSPITAL PREMISES 
TUMKUR. 
| Phone : 0816-5533866 
Phone : 0816-2279748 
E-Mail : kdlwstkr@ yahoo.com 


DISTRICT DRUG WAREHOUSE 
DISTRICT HOSPITAL PREMISES 
HASSAN. 

Phone : 08172-570987 

Phone : 08172-264987 

E-Mail : kdlwshsn @ yahoo.com 


oe 


DISTRICT DRUG WAREHOUSE 
| HOSPITAL ROAD, (BESIDE 
VANIVILAS HOSPITAL) KALIDASA 
ROAD, MYSORE. , 
Phone : 082 1-5534544 
Phone : 0821-2415524 Deke 
| E-Mail: kdlwsmys @ yahoo.com 


DISTRICT DRUG WAREHOUSE 
DISTRICT HOSPITAL PREMISES, 
BELLARY. 

Phone : 08392-570878 

Phone : 08392-270215 

E-Mail : kdlwsbly @ yahoo.com 


DISTRICT DRUG WAREHOUSE 
WENLOCK HOSPITAL PREMISES, 
_ MANGALORE. 

Phone : 0824-244852] 

Phone : 0824-5534351. 

E-Mail : kdlwsmir@yahoo.com 


DISTRICT DRUG WAREHOUSE 
MCGANN HOSPITAL PREMISES, 
SHIMOGA. 
Phone : 08182-598233 

Phone : 08182-228505 

E-Mail : kdlwssmg @yahoo.com 


DAVANAGERE DISTRICT DRUG WAREHOUSE 


C.G HOSPITAL PREMISES, 
DAVANAGERE, 

Phone : 08192-577488 

Phone : 08192-232049 

E-Mail : kdlwsdvg @yahoo.com 


DHARWAD DISTRICT DRUG WAREHOUSE 


DISTRICT HOSPITAL PREMISES, 
DHARWAD-580008. 

Phone : 0836-5561077 

Phone : 0836-2442265 

E-Mail : kdlwsdwd@ yahoo.com | 
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DISTRICT DRUG WAREHOUSE 
DISTRICT HOSPITAL PREMISES, 
BUAPUR. 

Phone : 08352-272141 

E-Mail : kdlwsbir@ yahoo.com 


DISTRICT DRUG WAREHOUSE 
DISTRICT HOSPITAL PREMISES, 
BELGAUM. 

Phone : 083 1-5531983 

Phone : 083 1-2404391 

E-Mail : kdlwsbgm@ yahoo.com 


DISTRICT DRUG WAREHOUSE 
DISTRICT HOSPITAL PREMISES, 
GULBURGA-585102. 

Phone : 08472-572101 
- Phone : 08472-274496 
E-Mail : kdlwsglb @ yahoo.com 
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APPLICATION FORM FOR INCLUSION/DELETION OF DRUGS 
IN THE LIST OF ESSENTIAL DRUGS, SURGICAL AND 
SUTURE MATERIALS OF KDLWS 


Bae I go cicncc one sno eur sensue ee ee MRAyI esi ce svnvecovcnnceonsoenncevnesensemenmncenmanmrcnnenss t#> 
ebony ite Fy oink ceva ececeeeecesveeteteceenscaseccecscoovecossoncespuneeaunsemmeamamamenesonssneee® 
Ria aoa venciesassncnten MDP eet crs eoseedoossees. ee... eee 
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Telephone NOs .......sssescecsssersssssssnesensssesennnneecansccnnareccanscssssnscsssssosennesansnussnnnnassesess setts e200 
I hereby request the KDLWS to consider the following pharmaceutical 
product for inclusion/deletion in the List of Essential Drugs, Surgical and 


Suture material. 

SUA see eae anne oneness OS? ook ee 

Name of the drug (generic name) — . ae... 
Dosage tmieer eetremctl— INNER Haass 
Why is this drug being proposed for inclusion in the list? ssessssssssserssessseseees 
Please state how it confirms to the criteria for INCLUSION AS AN ......ssssereesessereesees 


essential drug 
Please provide evidence of efficacy (with reference) Ifa = sasassssssereeseevessesees 


therapeutic class for this drug already exists in the list. Please 

summarize the advantages of this product. 

Describe the’ dmie’s pharmacokinetics — _etnatnetassntsonvensevre 

List any contradictions, precautions and fomic CffeCtS | ee gapetesrgeceadese ono 

Is this drug available as a generic product? a 

Please state any restrictions on the use Of this drug. sssssseseserssseeerenssee 
Should a note be included in the list regarding its USC? ———sssrseesrssesssserssserees 
List is the Surgical and Suture materials to be micluded/deleteG irre -1.ccvesi-a-- 
A sapit (Maximum 2 ae) e or relevant une UTV POY TIAGO area ta cecseos nas: 
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